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Approved For : 


Air Force Repair and Test Flant at Krasnogorale 


13008 £A. 


AseS 0404113 - CIA-RDP82-00457R00 


CENTRAL INTELLIGENCE AGENCY 


B300080003-1 


_ 


2 miles to RR staticn 
of Krasnogorsk 


LEGEND: 
A Main building with a U-shaped second floor over a 


The ground fleor housed the following departments: 
Carpentry 

Motor vehicle repair. shop 
Lathe and milling department 
Grinding shep 

Locksmiths shop 

Fitting shop 

Heating installation 
Galvanizing plant 

OfLices 

Tool room 
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B Departments on the second floors 


c 
D 


E 
P 


li Radio shop 

12 Photographic laboratory 
13 Technical bureau 

li, Offices 


Autogonoua welding station 

Magazine 

Wooden building, half completed 

Subsidiary building, storage facilities, kitchen, 
quarters on the second floor 
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section of the building. 


and PX en the ground floor, 


